Message 


From; Finigan, Thomas (NFK) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=USERS/CN=TFINIGAN] 

Sent: 7/21/2011 2:35:34 PM 

To: Khan, Annie (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Annie.Khan] 

Subject: Independent testing 


Hi Annie—I hope you are beating the heat. I have a case coming up for trial in September where the defense wishes to 
independently weigh and test the drugs (its close—15. 56 grams of oxys). 

What is required for that? I know it's a hassle. Thanks, tom 


Folk OIG PRR 021762 




